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GOVT 
. OF PUNJAB 


CHANDIGARH , FRIDAY , MARCH 3 , 2023 ( PHALGUNA 12 , 1944 SAKA ) 

PART I 

Punjab Government Notifications and Orders 


No. Labour - LabOESTB / 104 / 2021-1L / 1 / 386873 / 2022 ( 4 ) .- In pursunance of rule - 7 of the Punjab 
Labour ( Group - B ) Service Rules , 2005 read with Government's Notification No. 26 / 45 / 2012-1L / 77 dated 
09.04.2014 , the Governor of Punjab is pleased to notify the results of Department examination of Labour - cum 
Conciliation Officers of Labour Department , Punjab held on 18.04.2022 to 22.04.2022 as under : 

Sh . Gurpreet Singh , 

Labour - cum - Conciliation Officer 
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Pass 


Pass 


SUMER SINGH GURJAR , IAS 
Secretary to Govt . of Punjab 
Department of Labour 


